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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 020422 
ORIGIN AF-08 

INFO OCT-01 ISO-OO OES-06 /015 R 

DRAFTED BY AF/E:RSBARRETT:PS 
APPROVED BY AF/E:RSPOST 

291300Z 106088/46 

R 282313Z JAN 77 

FM SECSTATE WASHDC 

TO AMEMBASSY ADDIS ABABA 

CONFIDENTIAL STATE 020422 

E.O. 11652: GDS 
TAGS: SWEL, ET, US 
SUBJECT: HARAR EYE CLINIC 

REF: STATE 009876 

1 . DR. LARRY KING HAS NOT HAD REPLY TO MESSAGE SENT 
MINISTER OF HEALTH JANUARY 12 REPORTED REFTEL. HE SENT 
TELEGRAPHIC FOLLOW-UP JANUARY 28 INQUIRING IF MINISTER 
HAS RECEIVED PREVIOUS MESSAGE. 

2. EMBASSY REQUESTED FIND OUT WHETHER MINISTER OF HEALTH 
HAS RECEIVED JANUARY 12 MESSAGE. IF NOT, PLEASE SUPPLY 
MINISTER WITH TEXT. IN EITHER CASE FIND OUT, IF POSSIBLE, 

WHEN IEF CAN EXPECT A REPLY. 


VANCE 


CONFIDENTIAL 
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